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5 PLANTS— 1 OF Cl Cl 
EACH-POST. 

P A I D ( FOR ■ 

PINK, WHITE 
BRONZE, YELLOW, RED 


NEW HARDY 
CHRYSANTHEMUM 

1600 Blooms First Year on 1 Plant 


LOUISE FISCHER 


Planting time is Spring until Fall 
flowering period is July, August, Sep¬ 
tember, October, November each year. 
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THE ADOLPH FISCHER NURSERIES — (250 Acres) — EASTON, PENNSYLVANIA 



